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PHOTOGRAPHS OF WATER PUMPS ASP GEHEHATOR 
OF SOVIET ATOMIC POWER PLAJTT 


Six photographs of a Soviet atomic power plant appeared in the pictorial 
section of the 19 February 1 955 issue of the Hong Kong Wen-hui Pao , four of 

Z£'T,L. The two DOt reported are re - 5oxi -huiv 

Photograph A shows a part of the turbogenerator. 

Photograph B shows water pumps which supply all the water for the atomic 
power plant. 

[Photographs appear on following page.] 














